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i. The furmace hall has six blast furnaces with a daily capacity of 500 to 650 
tons of raw iron each. The pir iron pouring machines can sither convert the 
crude iron into jron bars for the market or produce licuid iron for proceasing 
in the steel mill, ‘The fine ores for smelting, which come in the main from 
the Ccaberg in Gtyrie, are prepared in the sinter plant which is equipped with 
four ainter bande (Stnterbdnder), There is also an installation consisting 
of six furnaces for ore in levee pieces, 


2, The necessary smelting coke is preduced in the coke plant. This hag aieht 
batteries which heat forty furnaces each; furthermore, there is an installa- 
tion combined with this plant where bengol is produced from coke gas. A 
particularly important side preduct is eoke gas which, mixed with blast 
furnace gas, ig used as fuel fer the refining furnaces. It is also used for 
the production of nitrogenous fertilizer in the plant adjoining the Ver= 
elnigte Ceaterreichische iisen- und Stahlwerke 4.6. At present, about 16,000 


tons of nitrogen are produced. Comment: Probably annually). 25X1A6a 


s« The steel and rolling mills were not enlarged according te the scale of the 
eriginal plan. Areas which had been set aside for this purpose are still 
vacant. The premises of the former Jisenwerke Cberdonau are available for 
the installation of additional slants. Some of these premises Are extremely 
weliesuited for the purpose; otheréwould have to be improved, A general 
plan haa already been drawn up. 


4. The steel mill at Ling contains a 200<ton Siemens-Martin furnace and four 
electric furnaces with a capacity of twenty to twenty-five tons. ‘The blocks 
end slabs smelted in this plant ere prewarmed in the soaking pit. furnace 
and rolled into coarse and medium sheats, A fine shost roliing mill is 
to be installed in an adjoining vacant shop and will be in operation in 
the first, half of 1947. The furnaces for the annealing and tempering 
of these sheets are on hand. In addition, a plant is being erected for 


the production of seamlegs, rolled, welded, and cast pipes. : 
| : : eo 25X1A8a 
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In the assembly shops of the steel will the sheets are converted inte 
girders for bridgys and tall structurss. «A machine Mont manufactures 
machine tools, agricultural machinery, and going equipment. 


& large iron and steel foundry supplies the latter plant an? foreign cons 
cerné. The Foundry has bwo clectric furnaces, two Cessemer converters, 
and two cupola furnaces. Tron ani steel dastings Gan be mice here in a 
pront variety of shapes snd cualitdes, ae forge conbaing harmere and 


preases which can produce forzed cad cast pieces up to a weicht of 6,000 ks, 
per pieces, 7 


acition to ane. verious auxiliary concerns, such 2s a machine shop, 

an eleel rie shoo, s construction department, ¢ 7G os thore are also a laree 
eam power plant<: and the hydraulic power plent under construction at 
ernberg aod, ‘Inns, in the future, the steam power plant will neve a 

capacity o of 175,060 va and the hydraulic power plant a capacity of 30,000 


kw in the rirat URES this wiil asvet the recutrements in electric 
currant of thee an, ag wall as part of the public recuirement. 


& slaz processing plunt, as well s5 the corpeny§s Lime eae is Llecetud 
°.. te “tapetun 

in eile “ror its blostins buevase Slas, the first-numed can produce 
various materisis for rozd construeticn and bullidine, The. lime vlant 
suppliss the corpany with supplementary lime and also produces lime for 
fertilizer, 4 ae 
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; Blast furnaces | S00 = 1000 Celts content | steel pig, ae iron, | 550,000 | 260,006 tone 
| hematite - 


Serrcesiliconemngde 
née Gnd other spec 


5004650 t/el. Bb crude iron 


3 furnaces reedy 
, {> operate 


| | 
i Ciai types of crude : | 
iren - | f i 
j | i 
om 8 conper regenerators | 400 t/b capeci ty . . [obs 
eas i @ pig casting machines i60,C0C cu.m./h sir ; i i F| 
3 (eed, O atmospnere cause pressure : be Se 
aS 7 steam caceeeeed | 4.500 kw capaci iy - t 4 
8 i Steam turbe fan. : ;6 2800 Y teneion ; i : rm 
a 2 | 6 secticnal steam ;Reated wits biastfurnace gas end ecke | as 
ce boilers Bes, ue tf steam (mex ,) Hoe BbicSe i i 5 
4 phere geeec arcssure, 425% i i i s 
a ° i i | ee 
2 | 84g processing ; ePushed 2 Silas in vere 180 2006 tons} 480,000 tone : z 
4 ious e pate size | I 
3 
4 crushing and eifting | of | / 3 
2 e aand for cesent und 60,000 tens} 60,000 tongs 
‘8 Anetellation i ertificial steone : 7 | ge 
fo: 
; 8 
scum installation scum slag for the 60,000 tone 60,000 tone 
production of builds f | i 
ing material | a 
Dwight-Lloyd Sinter hoo« es A capaci | Sinte | 
| tesa y inter ore é 0,000 tons | 700,000 tone 
; 8 
i 
2 ApoldeFleisenepr 500 ¢/2h h capaci ty i ' 
{ roastin, furnaces cicechiak cca ge eee ee 
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| Installaticne | ' wnieal Late ' Production — 

| G Pla | 

i 4 

(8 furnace batteriea a3. 9 tons of coal per furnace; 1505; hlest furnace coke; | 550,000 torna 1420,060 tons 

; with LO furnaces each brs fermentation period | broken coke; ‘200,000 tone 60,000 tons 

| 3 in working order | - | @oke breeze (35,000 tens | 30,000 tons 

i } 

| coke gas tank jeapacity 250 9000 cUs We . iooke gus for a4 trogen 250 000 Clg M, i2 200,050 cubic meters 

' (net in verking order} | Producticn; cit; gasy 

2 1 < rT So 

li gas for plant a a 

Mey 3 ij i 

‘eupplementery expleitee. lcondensa tion, beazol purifier, | ter 0 4 eee : 50 ,000 tons {18,600 tons 

i tien yvunnel furnece ‘ammonia liquor with | i } 

i 22% nitrogen; .-.-.-110,000 tons | 5,000 tons a 
2 i | pure benzo); 90% pure [ S 
5 : SoumerGians DENZOL ~~~ G,000 tons i 6,000 tens a 
~ j [refiner fur preliminary procuct pure tuluod: pure sylel i a2 
By | ! . »Vefined benzol solvents i : By 
A i 7 Gi:tillation blowers, 50 t each | erude nephtuline i i é fy 
se [5 wixers i : i is 
a : i i Le, 
d ar : | Ss 
= | Steel Ki) 4 i ie 
= i " i t 2 

i ; j 
2 ji S-M tipping furnace a t doad, 14.5 t/h capacity sommerelal steels and heo 0,000 tons {100,000 tons 
S | (in working order) | i low alloy *uiidcin, : | 3 
al | 3 Siemens electric ly t/b capacity; 6 aw (sie) emelting ; steel; tol steel and | 30,006 tone | 100,000 tone 13 

| furnaces (2 ready to lata 6; 25 t load i special steels of all i i i 2 

| operete)  @lloy combinaticas i i a 

[1 #EG electric furnace fhe5 t/h capacitys 9 Mi (sic) smeltei i | Fi oe 

(net read, to operstejing capacity; ingot weight to 4,5 : { 4 

: tons;ateel bloom weight to 10 tons ; ‘ 5 | 5 

| | | . 

: 4 

| : 


Approved For Release 1999/09/08 : CIA-RDP82-00457R000200080004-1 


i 


25X1A2g Approved For Release 1999/09/08 : CIA-RDP82-00457R000200080004-1 
x | preduetic bapeciy 
5 nstallations i Frecuctica vt paci ty cnsauied Production | 


Bolling ibd 


ba quarte coarse stecl ecarse and «edi | 320,006 tons | 


rokling midb 


i 
2300 m bale lengths, coliers $000 mm inj} ! 
diameter . steel sheets for Ys 
| 
i 


66,000 ton 


t 
a 
; 
i 
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i boilers drums and 

| steel constructicn, 

t ete, helZO unm thick; 
A560 min wide. 
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'§ soaking cit furnaces, 
heated with Dowaca gan 


~ 


8 preewarming pits 


EEE MA eh bg PAE TELL PEN RULES REET NEI ROOTS AOE ETI 


eee eee! 


[converted in part 3 al heating 


net: OSE OPC AY ENED STE ODE RARET. EE RNCELL TE EINE FB 


oa 


iy annealing furnaces in 


apace RN SAE NSN TAGES OSLO METIS NO RRESAE EET! LESTE SIE CY MERE IIE 


00 tone 


fine sheet roiilng midd ypape Gibb LOE 70 
G,G60 tone 


el 

3 

; 4 

: i a 

blue print. mil} : i oS 

: 3 

Foundr Ea 

AkG electric furnaces | eontent 2 tons i steel cagtings for 3,600 tens 6,500 tens i = 

Ne conver ters focntent @ e tons ' autoemoebiies and ' = 
i 
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t | maghine parte with 
: ; wlis te 5 mm; weare er 
| Fesistent castings i 2 
| for tne cemment ine Lo 
dustry, ete o, wedght 5 
' of individual pieces | i 
‘ | from 0.5 ke to hCOOKds: ee 
'2 cupols furnaces feapacity 56 t/h , erey casting Tor gene 6,000 tens | b,e0 tons I ONG 
: eval mucuine cone wud ‘ : 4 
| ( tion, suc. os macuin | t = 
| tucl parts, eles 
4 : pumps, servin: MEGiie | : 
| ines, ayrdcuiturs) | i f 
racuines, ete. | 
hand and wachine {48 core molding macaines ‘ . 
, mokding (6 noses, (wtrabler) and - 
: east eseaning shop; ri polishing Ben Ge? | tl 3 
© Slecaomaarecse ce enter mae TC eT AS ‘iemeadimiiien eeeven ESSE CU PRAMS LTT PEER ENE RT TS IN ETT Se eee eee | 
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| Foundcy (Gort a) fo ; 
a t 


| 
' 9 annealing and dry ing = 
i 7. 
i furneces | i 
' mold carpentry Shep - | { 
: and locksmith shop 1 
: ; i 
21 various drop forge | drop fcrge pieces for) 5 
ing hammers general uachine end | 
i vehicle construction | 


weight of pleces irony 
© ekg to 300 kes | 
pemiefirished product 1,800 tone 
eteel rods, forged | 

pieces; amics, disce,: 
ete; weight of vieces| 
up to 300 kg; 
pressed sheet parte, | 
Wheel hubs, casing | 


16 henmers end forge 
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CRNA EE PERE INYO LEI MTS tpt tert 


1p aR EA OTE IS I RRO IN EE ERE TORE OE A EA ES Bat = 


ee TTT BARMAN ASELESHERSEHCIRERET REPO TONG EOE ASAI 
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furnaces 


6 : ; parte; beliler tottane, i 3 
“ ‘ i y i 
a i vanes, e¢tc., up to | : 3 
i i 2 min diemeter, or | 4,000 tons b,000 tone 3 
Se ; i i ) 0 
3 lengths up to 7 ti. . 
3 : 3 t 
i warming and tempering | 
£ t 
i 
| 


| CEN ital 


hecbine Cynstruction 


oe eer ee 


roe 


containers, macnine 2,h50 tons 
tools, such as presses 

and egticultural wacae 

jnery ,pumpa, rolsing 

stock /répair; general 

heavy and dight mache 


bepartments IT and Ile | 2,400 tone 
50 (in future 270) verg 
joug machine tools; | 
training sacps; 

L060 wacnine tccls 


ALERT. 


LEAR ROT ERP ELE TEN NEN OIE AT SORT ENED SRE NIT IE TREE iE A ERATE CN TT OOS 1 


CAESARS DR: Ra Be ts WBC) 
ye RRC EN STIS REY 


ao | Sea 2) EI EN EPI TECE AES TORIES PSEA OIA TEE ERA Met 
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; Installations | Technical Data Product 
i ae ere a ae: 
1 | i 
| / : 
| i halledhna i machine i _ Gili t, pee of ren and j 
i hanger; 2 worehouses : (jeteel construdion for | 
fand assembly plants; j bridges, ateel struce | 
1 trains for outside | | tures, light structures | 
: assembly ‘ ) end containers j 
4 ~ 8 ie) : 
| Power Pla . 
as 
145 nain generaters | 52,000 kw capaci ty ,elecwiec power with @ | 
i (3 ready t operate); } 10,060 V tension | tensica cof 30,000 V; i 
| (steam turbine with ‘ | for overland supply, - : 
| corde:.ger) i ! tensicn of 100,000 V 
i } 3 } 
2 generators for use | capac ity 7,500 kw: i 
i in plunt opereticns (not 4 tensicn 10,000 ¥ 
i; Peudy to eperate) even i { 
| turbine with power coliece!, al 
i ter end Coaaeusee cea) SOGkw totel cae | Buper~xeater steem for 
: 8 vertical tube radiation i pecity, heated with ca adi generating power and for! 
| boilers (5 ready to oper | dust, coke ges, blae% | trarsudesicn over ccunrer= 
ate) _| furnace gas | ter 
‘ : ij 
i 47 centrifugal puvups 143 to 57 m elevation; bees for operaticaal 
: j total eepacity 73,000 uso 
| icuble neters/b ' 
f 


Capacity i _ Scheduled Froanetion | 
i 
i { 
Ls : 
3,600 tons | 3,600 tons 
a i 
| 
3 t 
: i 
600 G00 keh . undetermined 
i | 
i } 
\ : 
{ : 
| 
F 
i ‘ 
i j 
i 
4 
| 
i 
| | 
| \ 
ie aN SS ce debi 


Approved For Release 1999/09/08 : CIA-RDP82-00457R000200080004-1 


OFF ICTALS CNLY 


U5 


CUM ACL 


